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UNCLASSIFIED 

PAGE 01 MOGADI 01655 230746Z 
ACTION FBOE-OO 

INFO OCT-01 AF-10 EUR- 12 ISO-OO A-01 /024W 

033266 230748Z/11 

P 230715Z JUL 78 
FM AMEMBASSY MOGADISCIO 
TO SECSTATE WASHDC PRIORITY 6647 
AMCONSUL LENINGRAD PRIORITY 

UNCLAS MOGADISCIO 1655 

FOR MORRISON - A/FBO, AND AF/EX/PMO 

E.O. 11652: N/A 

TAGS: ABLD, CASC, ATRN 

SUB J : TRAVEL OF ELECTRICAL CONTRACTORS 


Message Text 


REFS: A) STATE 178400 (NOTAL); B) STATE 168502 (NOTAL); C) 
PRAGUE 1781 


1 . HORANS' REVIEWED COMPLETE ELECTRICAL SET-UP AT EMBASSY. 
THEIR FINDINGS INDICATED AN IMMEDIATE DANGER OF OVERLOADING, 
AND FIRE. THE WORK REQUIRED TO CORRECT NOTED PROBLEMS COULD 
NOT BE HANDLED ON A PIECEMEAL BASIS, BUT WILL REQUIRE, MOST 
LIKELY TOTAL REWIRING OF THE BUILDING ITSELF. 


2. HORANS ARE RETURNING TO WASHINGTON WITH PICTURES, AND WILL 
PRESENT DETAIL REPORT. BASED UPON YOUR FINDING'S OF THIS 
INFORMATION THE NEXT STEP CAN THEN BE PLANNED. 

VOUGHT 


UNCLASSIFIED 


NNN 
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